From: Pribeck, Kristen (DPH) 

Sent: Monday, January 30, 2006 4:51 PM 

To: Borne, Alan (DPH); Sloutsky, Alex (DPH); Aquilino, James; Gauthier, Cheryl (DPH); 

Caloggero, Dina (DPH); Eaton, Roger; DPH-SLI-ESolomont; DPH-SLI-LGetubig; 
Fontana, John (DPH); Peppe, Joseph (DPH); Chen, Karen (DPH); Nawn, Kathleen (DPH); 
Pribeck, Kristen (DPH); 'Lefkin, Howard'; Han, Linda (DPH); Izzi, Marcia (DPH); DiNatale, 
Margaret (DPH); Grazioplene, Mariah (DPH); 'McGuire, Thomas'; Lawler, Michael 
(DPH); Calvagna, Patricia (DPH); Elvin, Paul (DPH); Jankauskas, Paul (DPH); Hennigan, 
Scott (DPH); Rivera, Tanya (DPH) 

Subject: Facilities Meeting 02/08 


Hello All, 

The next SLI Facilities Meeting will be held on Wednesday, February 8 at 10 am in Room 202. If you have not already 
sent your Cold Room contact changes to Jim Aquilino, please do so as soon as possible. 

Thanks, 

Kristen 


Cold 

Raoms 12-8-05.... 


Kristen Pribeck 

State Laboratory Institute 

Massachusetts Department of Public Health 

305 South Street 

Jamaica Plain, MA 02130 

T 617-983-6212 
F 617-983-6210 
.krlsten,p_rjMck@sMe..CQa.M^^ 


1 


Folk OIG PRR 058836 










